Message 


From; Nassif, Julianne (DPH) [/0=C0MM0NWEALTH OF MASSACHUSETTS/OU=MASSMAIL- 

01/CN=RECIPIENTS/CN=JULIANNE.NASSIF] 

Sent: 10/27/2010 12:08:21 PM 

To: Hanchett, James (DPH) [/0=C0MM0NWEALTH OF MASSACHUSETTS/OU=MassMail- 

01/cn=Recipients/cn=James.Hanchett] 

Subject: Re: Mass Spectrometry Seminar in Albany, NY Nov 16, 2010 


The time is too short for out of state approval, i know that its much further but the massachusetts seminar is possible. 
You couid aiso see if agilent is offering this again at a later date for which we could try to get approval for aibany. 

Juiie 

From: Hanchett, James (DPH) 

Sent: Wednesday, October 27, 2010 07:55 AM 
To: Nassif, Julianne (DPH) 

Sutqect: FW: Mass Spectrometry Seminar in Albany, NY Nov 16, 2010 
Hi Julie, 

Becky is interested in this course on MS. Is it possible for out of state (Albany, NY) reimbursement if she is allowed 

to go? 

Jim 


From: Pontes, Rebecca (DPH) 

Sent: Wednesday, October 27, 2010 7:51 AM 
To: Hanchett, James (DPH) 

Subject: FW: Mass Spectrometry Seminar in Albany, NY Nov 16, 2010 


Rebecca Pontes 
Amherst Drug Lab 
Room N251 Morrill I 
637 North Pleasant St. 
Amherst, MA 01003 
413-545-2607 lab 



From: bounce-40763_html-675358342-14093160-93881-3@bounce.e.waters.com [mailto:bounce-40763_html- 
675358342-14093160-93881-3@bounce.e.waters.com] On Behalf Of Waters Seminars 
Sent: Tuesday, October 26, 2010 2:10 PM 
To: Pontes, Rebecca (DPH) 

Subject: Mass Spectrometry Seminar in Albany, NY Nov 16, 2010 


Free Seminar: 


Folk OIG PRR 094989 










Greater Albany Mass Spectrometry Seminar 


The Desmond Hotel & Conference Center 
660 Albany Shaker Road 

Albany, NY 12211 

November 16, 2010 
8:30 am - 1:00 pm 

Your success depends on your ability to optimize laboratory productivity, generate results that advance 
scientific understanding, and adapt to changing needs and environments. Join us for a half-day seminar, 
where we'll explore the latest advances in Waters mass spectrometry, including the Xevo® family of 
instruments and the SYNAPT® G2, the next generation in High Definition Mass Spectrometry™, giving you 
the power to overcome your challenges and exceed the demands of your laboratory. 

Agenda includes: 

• New Product Overview 

• Recent Advances in Clinical and Forensic MS 

• Xevo TQ-S Unrivaled Sensitivity for Food Safety and Chemical Analysis 

• Xevo G2 QTof: Characterization of Biotherapeutics 

• SYNAPT G2 High Definition Proteomics 



Please feel free to forward this email to your colleagues who might be interested in attending. 


Have questions or comments? Send an email directly to me by clicking on my name below. 
Sincerely, 

Linda Muscatell 

Waters Corporation USA 



^ j 


Local Office Contact :: Waters Corporation, 34 Maple Street, Milford, MA 01757 


This email was sent to: rebecca.pontes@state.ma,us 


Waters Corporation :: 34 Maple Street, Milford, MA, USA 01757 

:: Unsu^cnbe. Preferen^s :: 


Folk OIG PRR 094990 











Folk OIG PRR 094991 



